1 1 
ff:7 

r i * ■ ; 1 ; ; 


• • ■■ 
Mancos 


Meso  Vetcte 

f’J  t ion 


Southern  Ute  Reservation 


Ute  Mountain  Reservation 


093/1010. 

Discharge:  1030  CFS 
Gage  Height:  6,22Feet 


domestic  water  system 
intake  #2 


La  Plata 


north  star  water  users  association 
animas  river  intake  /*"' 


aztec  domestic  water  system 
intake  #1 


09368000 

discharge:  1890  CFS 
age  Height:  8.85Feet 


farmington  water  system 
animas  river  pump  station  # 2 


Navajo  Reservation 


,.,,......■.,111,.^  lower  valley  water  users  association 

^ ''*****+»m^^  farmers  ditch 

lower  valley  water  users  association  " 

westland  park  intake  09365000 

Ojo  AmariilcDischarge:  1570  CFS 
Gage  Height:  2.04Feet 


09364500 ‘ 
Discharge:  832  CF, 
Gage  Height:  5.37Fe 
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Drinking  Water  Intakes  along 
Animas/San  Juan  River 

(Current  as  of  9:00  am  CDT  08/07/201 5) 
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USGS  Active  Gages 
Drinking  Water  Intakes 
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USA  Census  Populated  Places 
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United  States 
Environmental  Protection 
Agency 
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